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ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 

FINE ARTS COMMISSION 


Effective immediately 


STATINTL 
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NFAC/OGCR/CD, is appointed Acting Chairman, Fine Arts 0 w 

Commission. 


may be reached on(" 


John F. Blake 
Deputy Director 
for 

Administration 


DISTRIBUTION: AB 


Approved For 0082-8 







